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14 00052889D 

Trouble still being experienced in shake tests of Itek camera. 

Due to fact prime contractor has need for the equipment 

it has been decided to ship the camera to Palo Alto before 

completion of tests. All concerned believe shake tests can be 

conducted at Palo Alto. Next COR mtg. 23 April. 


NRO review(s) completed. 
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